All the people that control 
the AIR-WAYS listen 
carefully: Ohms-Kool and 
RD: Reclamation 
Decipherer does not give a 
SHIT or care what comes 
out of your puppets mouths 


over the AIR-WAYS. Why 
would we listen to the UN- 
REPENTED? They never 
repented from their first 
lie they told you...... Yet you 
listen to the UN- 
REPENTED again 
IGNORANT-MAN. 

So, if you judged NASA as 
a fraud, then the media is a 
fraud, and the government 
is a fraud. If you judged 9- 


11 as a fraud, then the 
media is a fraud, and your 
government is a fraud. If 
you judged the Pulse 
shootings in Florida, or the 
Sandy-Hook shootings in 
Massachusetts as a fraud, 
then your media is a fraud, 
and your government is a 
fraud along with your 
health-care system is a 
fraud. All the orgs, media 


companies, and 
governments have to 
REPENT. The UN- 
REPENTED does it for 
filthy lucre for their wants 
and needs. 

Ohms and RD: will have 
KNOW-THING to do with 
UN-REPENTED, you are a 
waste of air and a waste of 
TIME trying to tell me 
anything out of your 


mouths un-repented. Take 
your time and think on my 
question: Can you stand 
before GOD believing a 
LIE? 

The FORTUNATE 
HEBREW walked in circles 
for 40 years because all of 
them but two believed a 
LIE before GOD and they 
never got to the promise- 
land. Even Moses and Aaron 


did not make it into the 
promised-land, all LIE- 
BELIEVERS were gone 
except the two that 
believed the TRUTH. The 
people of this day that 
judged this covid-19 
nonsense... Well your 
medical system is a fraud, 
your media is a fraud, and 
your government is a fraud. 


They are not doing this for 
your health, they do for 
their wealth. They steal 
filthy lucre from the 
IGNORANT believing 
bullshit. 

JESUS said to REPENT, 
the DOCTRINE-KILLER 
has spoken you lie believing 
monkey men. 
#fprepare-for-water 


